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Message Text 


PAGE 01 NATO 01946 101236Z 

67 

ACTION EUR- 12 

INFO OCT-01 ISO-OO CIAE-00 PM-03 INR-07 L-02 ACDA-10 

NSAE-00 PA-02 PRS-01 SP-02 USIA-15 TRSE-00 SAJ-01 

SS-15 NSC-05 /076W 

071819 

R 101055Z APR 75 
FM USMISSION NATO 
TO SECSTATE WASHDC 1096 
SECDEF WASHDC 

UNCLAS USNATO 1946 

E.O. 1 1652: N/A 
TAGS: MARR NATO 

SUB J : APPROVAL OF CENTRAL EUROPEAN PIPELINE SYSTEM ANNUAL 
REPORT FOR 1973 

REF: PO/75/35 

1. SYG HAS PUBLISHED REF DOCUMENT TRANSMITTING TO NAC THE ANNUAL 
REPORT OF THE CENTRAL EUROPEAN PIPELINE SYSTEM FOR 1973. SYG 
SUGGESTS SILENCE PROCEDURE NOTATION IF NO COMMENTS HAVE BEEN 
RECEIVED BY 17 APRIL. 

2. REPORT SUMMARIZES 1973 ACTIVITIES OF THE CENTRAL EUROPEAN 
PIPELINE SYSTEM IN TECHNICAL, OPERATIONAL AND FUNCTIONAL ASPECTS. 
IT IS PURELY FACTUAL AND WAS APPROVED BY THE CEPPC IN NOVEMBER 
1974. MISSION INTENDS TO NOTE REPORT WITHOUT COMMENTS. BRUCE 

UNCLASSIFIED 


« END OF DOCUMENT » 
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